100 random blobs and stripes 


December the 21st, 2016 —Vasil is van Gemert 


A saturated cyan blob on a diagonal, striped background 
of unsaturated, darkorange bands, and unsaturated, 
very light magenta bands. 


A rather unsaturated, light indigo blob on a diagonal, 
striped background of very saturated green bands, and 
unsaturated blue bands. 


A rather unsatu rated orange blob on a slightly diagonal, 
striped background of unsaturated orange bands, and 
rather saturated, very dark green bands. 



A rather unsaturated, very dark green blob on a slightly 
diagonal, striped background of very saturated, very 
dark green bands, and very saturated, light green bands 


A very saturated blue blob on adiagonal, striped 
background of very saturated, light blue bands, and very 
unsaturated, almost black green bands. 


A rather unsaturated, almost black yellow blob on a 
slightly diagonal, striped background of saturated blue 
bands, and unsaturated, almost white green bands. 




An unsaturated purpleblobona slightly diagonal, 
striped background of grey, light purple bands, and 
almost grey, light purple bands. 


An almost grey cyan blob on a diagonal, striped 
background of saturated, dark magenta bands, and 
unsaturated, light green bands. 


A saturated, light orange blob on a diagonal, striped 
background of very saturated yellow bands, and 
unsaturated indigo bands. 


An unsaturated, very light red blob on avertically striped 
background of almost grey, very light magenta bands, 
and rather saturated blue bands. 




A very unsatu rated, almost black orange blob on a 
diagonal, striped background of very unsaturated bl 
bands, and very unsaturated indigo bands. 


An unsaturated, dark indigo blob on a diagonal, striped 
background of saturated, very dark purple bands, and 
rather unsaturated, almost black indigo bands. 


A very saturated, almost black red blob on an almost 
vertical, striped background of very saturated cyan 
bands, and rather unsaturated, almost black red bands. 




An almost grey, very light green blob on a diagonal, 
striped background of unsaturated, very light red bands, 
and very unsaturated, dark indigo bands. 


A rather saturated, very light yellow blob on a slightly 
diagonal, striped background of rather unsaturated, 
very light orange bands, and rather unsaturated, almost 
black green bands. 


An unsatu rated, light blueblobonadiagonal, striped 
background of very unsaturated, very dark green bands, 
and saturated, dark green bands. 


A saturated rose blob on a diagonal, striped background 
of greyyellow bands, and almostgreygreen bands. 


A rather unsaturated, very dark magenta blob on a 
diagonal, striped background of unsaturated, light 
green bands, and very unsaturated, light red bands. 


A very saturated green blob on adiagonal, striped 
background of very saturated blue bands, and rather 
saturated, lightgreen bands. 


An unsaturated rose blob on a diagonal, striped 
background of unsaturated, almost black magenta 
bands, and very unsaturated, very light green bands. 


A rather unsatu rated, light blueblobonadiagonal, 
striped background of very unsaturated, dark magenta 
bands, and saturated green bands. 


A rather unsaturated, very dark magenta blob on a 
diagonal, striped background of almost grey, verydark 
green bands, and very saturated, almost black magenta 
bands. 



A saturated, very light orange blob on a diagonal, striped 
background of very unsaturated purple bands, and 
unsaturated, almost black blue bands. 



An unsaturated, light red blob on a diagonal, striped 
background of saturated, very light green bands, and 
unsaturated, almost white green bands. 


A very unsatu rated, almost black magenta blob on a 
diagonal, striped background of grey green bands, and 
unsaturated, almost black blue bands. 


Avery saturated, almost black magenta blob on a 
diagonal, striped background of very unsaturated, 
almost black magenta bands, and very unsaturated, very 
light yellow bands. 


A saturated red blob on a diagonal, striped background 
of very unsaturated green bands, and rather saturated 
orange bands. 



A saturated indigo blob on a diagonal, striped 
background of unsaturated cyan bands, and very 
unsaturated, almost black magenta bands. 


A very unsatu rated, dark orange blob on a diagonal, 
striped background of rather saturated orange bands, 
and very unsaturated, almost white rose bands. 


An almost grey red blob on a diagonal, striped 
background of unsaturated, dark cyan bands, and 
saturated, light cyan bands. 




A rather saturated magenta blob on a diagonal, striped 
background of rather unsaturated orange bands, and 
unsaturated, light indigo bands. 


A grey, very light blue blob on a diagonal, striped 
background of rather unsaturated, almost black 
magenta bands, and almost grey, light blue bands. 


An almost grey magenta blob on a diagonal, striped 
background of unsaturated, dark orange bands, and very 
unsaturated, very light indigo bands. 


An unsaturated, light cyan blob on a diagonal, striped 
background of very unsatu rated, light red bands, and 
unsaturated, light rose bands. 



A rather unsaturated, very dark green blob on a slightly 
diagonal, striped background of saturated green bands, 
and grey, light green bands. 



An almost grey, very dark indigo blob on a diagonal, 
striped background of very unsaturated, very light red 
bands, and very saturated, very dark orange bands. 


Avery unsaturated, light blue blob on a diagonal, 
striped background of unsaturated, dark magenta 
bands, and saturated green bands. 



An unsatu rated indigoblobona slightly diagonal, 
striped background of almost grey, light cyan bands, and 
unsaturated, very light yellow bands. 


A rather saturated magenta blob on a diagonal, striped 
background of grey blue bands, and very unsaturated, 
almost black cyan bands. 


A very unsaturated, almost black cyan blob on a 
diagonal, striped background of very saturated, light 
green bands, and very saturated, dark red bands. 


Avery saturated orange blob on a diagonal, striped 
background of very unsaturated, lightgreen bands,and 
rather unsaturated, almost black blue bands. 


A very unsaturated, almost black green blob on a 
diagonal, striped background of rather saturated, very 
dark orange bands, and saturated, light rose bands. 


A very saturated cyan blob on adiagonal, striped 
background of unsaturated, dark red bands, and 
unsaturated, very light orange bands. 





A very unsaturated, light magenta blob on a diagonal, 
striped background of almost grey, light red bands, and 
unsaturated, dark green bands. 


A very saturated purple blob on a diagonal, striped 
background of saturated, light lime bands, and 
saturated, very dark green bands. 



Avery saturated, almost black purple blob on a diagonal, 
striped background of rather saturated, very dark red 
bands, and saturated purple bands. 



A rather unsaturated, very light green blob on a 
diagonal, striped background of saturated, very light 
indigo bands, and saturated, dark green bands. 


A very unsaturated, light magenta blob on a diagonal, 
striped background of saturated orange bands, and very 
unsaturated, light green bands. 


Avery unsaturated rose blob on adiagonal, striped 
background of grey, very dark green bands, and 
saturated, almost black yellow bands. 


Agreycyan blob on adiagonal, striped background of 
very unsaturated, very dark orange bands, and very 
unsaturated, almost black orange bands. 


A saturated, light lime blob on a slightly diagonal, 
striped background of saturated, almost white cyan 
bands, and unsaturated, verydarkorange bands. 



A saturated, verydark magenta blob on a diagonal, 
striped background of rather saturated, almost black 
blue bands, and saturated, almost black green bands. 


An unsaturated, light lime blob on a diagonal, striped 
background of very unsaturated, lightgreen bands,and 
rather unsaturated indigo bands. 


A saturated rose blob on a diagonal, striped background 
of saturated, very dark purple bands, and rather 
unsaturated cyan bands. 



A very unsatu rated, almost black green blob on a 
diagonal, striped background of unsaturated green 
bands, and almost grey, almost black purple bands. 


An unsaturated violet blob on a diagonal, striped 
background of rather unsaturated, light magenta 
bands, and saturated red bands. 


A rather saturated, almost black purpleblobona 
diagonal, striped background of unsaturated, very light 
green bands, and rather unsaturated green bands. 



An almost grey green blob on a diagonal, striped 
background of very unsaturated, very light rose bands, 
and saturated, almost white magenta bands. 


Agrey, darkblue blob on a diagonal, striped background 
of almost grey, almost black yellow bands, and 
unsaturated, almost black cyan bands. 


A saturated, light red blob on a diagonal, striped 
background of saturated, light blue bands, and rather 
saturated, light red bands. 


A saturated, light magenta blob on a diagonal, striped 
background of saturated, almost black red bands, and 
very unsaturated, almost black red bands. 


A rather saturated, light rose blob on a diagonal, striped 
background of rather saturated orange bands, and grey 
green bands. 


A very saturated rose blob on a diagonal, striped 
background of saturated cyan bands, and very 
unsaturated, light green bands. 


A very saturated cyan blob on a diagonal, striped 
background of rather unsaturated, very dark orange 
bands, and rather saturated, almost black magenta 
bands. 


A saturated purple blob on a diagonal, striped 
background of unsaturated, light blue bands, and very 
unsaturated, almost white rose bands. 




An unsaturated, almost black green blob on a diagonal, 
striped background of very unsaturated, almost white 
reddish bands, and very saturated purple bands. 






























An unsaturated, light green blob on a horizontally 
striped background of unsaturated, lightyellow bands, 
and very unsaturated, almost white orange bands. 
































A rather unsaturated, very dark magenta blob on a 
diagonal, striped background of grey magenta bands, 
and saturated, very light cyan bands. 


A rather unsatu rated, almost white green blob on a 
diagonal, striped background of rather unsaturated 
purple bands, and rather saturated magenta bands. 



A saturated, very dark violet blob on a slightly diagonal, 
striped background of unsaturated purple bands, and 
rather unsaturated, almost black violet bands. 


An unsaturated, very dark magenta blob on adiagonal, 
striped backgrou nd of rather satu rated, very dark green 
bands, and unsaturated, very light green bands. 


A rather unsaturated, almost black yellow blob on a 
diagonal, striped background of unsaturated red bands, 
and rather saturated, almost white magenta bands. 


A rather unsaturated limeblobonadiagonal, striped 
background of rather unsaturated orange bands, and 
saturated, almost white blue bands. 


A grey, almost black purple blob on a diagonal, striped 
background of saturated cyan bands, and unsaturated, 
almost black green bands. 


A rather saturated blue blob on a diagonal, striped 
background of grey, very light green bands,and 
unsaturated, light red bands. 


Avery unsaturated, very dark violet blob on adiagonal, 
striped background of saturated, lightviolet bands, and 
saturated, almost white cyan bands. 


A very saturated, almost white red blob on a slightly 
diagonal, striped background of rather unsaturated, 
very dark violet bands, and rather saturated, very dark 
blue bands. 


A very saturated, almost white cyan blob on a slightly 
diagonal, striped background of rather unsaturated, 
verydark blue bands, and unsaturated, almost black 
purple bands. 


A very saturated, lightgreen blob on a diagonal, striped 
background of grey purple bands, and saturated yellow 
bands. 


A very saturated, very dark cyan blob on a diagonal, 
striped background of very saturated, light purple 
bands, and rather unsaturated orange bands. 


A rather unsaturated, very light magenta blob on a 
diagonal, striped background of rather unsaturated, 
almost white cyan bands, and rather saturated, light 
orange bands. 


A very saturated, almost black green blob on a diagonal, 
striped background of very unsaturated, very dark cyan 
bands, and unsaturated, very light purple bands. 



A saturated, lightrose blob on a diagonal, striped 
background of very saturated, lightgreen bands, and 
saturated cyan bands. 


A saturated yellow blob on a diagonal, striped 
background of saturated green bands, and rather 
saturated, light magenta bands. 


A rather unsaturated orange blob on a slightly diagonal, 
striped background of saturated, light blue bands, and 
saturated orange bands. 


A very saturated blueblobonadiagonal, striped 
background of very unsaturated, very light red bands, 
and unsaturated, very dark blue bands. 



A very saturated, light g reen blob on a diagonal, striped 
background of very unsaturated, very dark blue bands, 
and very unsaturated, light cyan bands. 




Avery unsaturated, very light green blob on a diagonal, 
striped background of very saturated, very light orange 
bands, and saturated, light blue bands. 


An unsaturated, very light cyan blob on a diagonal, 
striped background of saturated, very light magenta 
bands, and rather saturated, light cyan bands. 


Avery unsaturated, lightreddish blob on a diagonal, 
striped background of saturated, very light indigo 
bands, and very saturated, almost white blue bands. 


A rather unsaturated magenta blob on an almost 
vertical, striped background of very unsaturated, light 
cyan bands, and unsaturated green bands. 










































An unsatu rated purple blob on a slightly diagonal, 
striped background of rather saturated indigo bands, 
and almost grey yellow bands. 


A rather saturated, very light rose blob on adiagonal, 
striped background of rather unsaturated, very light 
green bands, and very unsaturated, almost white orange 
bands. 



Avery saturated greenblobona slightly diagonal, 
striped background of very unsatu rated, light lime 
bands, and unsaturated, light purple bands. 


Avery saturated, light magenta blob on a diagonal, 
striped background of very unsaturated purple bands, 
and rather unsaturated blue bands. 


A very unsaturated blueblobonadiagonal, striped 
background of rather saturated, light orange bands, and 
unsaturated green bands. 


An unsaturated, very light yellow blob on a diagonal, 
striped background of very unsaturated, light violet 
bands, and rather unsaturated, light orange bands. 


A rather unsaturated, very light indigo blob on a slightly 
diagonal, striped background of saturated, lightgreen 
bands, and saturated, lightgreen bands. 


A rather saturated, very light green blob on a slightly 
diagonal, striped background of rather unsaturated, 
verydark indigo bands, and unsaturated cyan bands. 



A rather saturated, light violet blob on a diagonal, 
striped background of unsaturated, very light magenta 
bands, and rather satu rated cyan bands. 


The web has many possible appearances. This book is one of them. Every 
day Vasil is' server visits a website and generates one of these books with 
it. In this book you will find 100 blobs of a random shape and a random 
colour. The blob is placed on a striped background of two random 
colours. The width of the stripes and the width of the stroke of the blob 
are random ish as well. Just like the angle of the stripes. As long as Vasilis 
pays his hosting bill, a new book will be generated each day. 

More blobson stripes: https://vasilis.nl/shop/books/blobs-and-stripes/ 
More random stuff on https://vasilis.nl/shop/ 



